STRATEGIC AND CRITICAL MATERIAL STORED IN ARMY INSTALLATIONS QUARTER ENDING 

For use of this form, see AR 740-1 ; the proponent agency is AMC 

To I FROM (Reporting Installation) ^ 


prepared by (Name and Position) approved by (Name, Grade and Official Position) 




DA FORM 621 , MAR 2001 replaces da form 62i , i aug 56 which obsolete apd lc vi .01 es 


Requirement Control Symbol - 
AMC 111 


outboard storage receiving report no. 

REPORT NO. 


















